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[Contribution front the John Harrison Laboratory of Chemistry.] 

THE USE OF THE ROTATING ANODE AND MERCURY 
CATHODE IN ELECTRO-ANALYSIS. 

BY LILY G. KOLLOCK AND EDGAR F. SMITH. 

(Read April 13, /QOJ .) 

First Paper. 

Several investigations made in this laboratory have shown that 
when in electro-analysis the anode is rotated high currents can be 
used and metals be precipitated completely in very short periods 
of time; further, by the use of mercury cathodes most interesting 
determinations and separations of metals are possible. 1 In the 
latter case, however, the anode has been stationary, and the elec¬ 
trolyte consequently not agitated. Then, of course, the precipi¬ 
tation of the metal has been comparatively slow. Observing 
the splendid results got with the rotating anode, when platinum 
was the cathode, we determined to use a combination of rotating 
anode and mercury cathode. This was accordingly done, and in 
some preliminary trials made last August (1904), the results of 
which were briefly alluded to in a communication published in 
the Jour. Am. Chem. Soc., 26, 1614, mention was made that 
0.4810 gram of copper could be precipitated in twenty-five 
minutes, and that this success could be had with other metals. 
Since then we have made additional experiments which we desire 
to record here. Not only is the time factor reduced for the metals 
studied, but the plan of combining a mercury cathode with the 
rotating anode gives an inexpensive form of apparatus which will 
eliminate the platinum dish, cone or cylinder from electro-analysis 
and thus remove an expensive factor. 

Apparatus .—The decomposition cell is a tube 3.5 cm. in 
diameter and 7.5 cm. in height, made from a test tube. Soften 
the bottom of the tube in a blast lamp flame, then push through it 
a platinum wire two centimeters in length, so that its end projects 
0.5 cm. into the tube. Flatten the bottom of the tube on an 
asbestos plate and anneal it in the ordinary way. 

1 Jour. Am. Chem. Soc 25, 8S4 : 26, 1124. 
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The anode, 7.5 cm. in length, is made from platinum wire 1 
mm. in diameter, coiled into a flat spiral 1.5 cm. in diameter. It 
is inserted in a chuck carried by the rotator which is also provided 
with three pulleys varying from 2 to 5 cm. in diameter. These 
pulleys are connected by a belt to two pulleys on the motor. 
With this arrangement the rotation of the anode could be varied 
from 100 to 1S00 revolutions per minute. During the decom¬ 
position an amperemeter, a voltmeter and a rheostat, allowing of 
resistance from .1 to 100 ohms, were kept in the circuit. 

The precautions indicated by Myers in his paper with regard to 
the decomposition cell were observed. If care be taken to have the 
cell as clean as possible there will be no trouble experienced with 
the amalgam subsequently adhering to its sides. The mercury, be¬ 
fore using, should be washed with alcohol and ether and after the 
odor of the latter has disappeared, be placed in the desiccator until 
it is weighed. It was generally allowed to remain for about five 
minutes on the balance pan before taking the final weight. In prac¬ 
tice a beaker containing a large quantity of mercury, so prepared, 
should be kept in the desiccator ready for use. The mass of the 
mercury taken in a single experiment varied from forty to fifty grams. 
This was frequently used for two or three determinations, except 
in the case of chromium, where it was found advisable to use it 
but once. The cathode surface in the first experiments upon zinc 
was 3.5 sq. cm., but throughout the rest of the work it was about 
9 sq. cm. After weighing the decomposition cell and mercury, 
the solution to be electrolyzed should be introduced. The volume 
of the electrolyte is always recorded in the accompanying tables. 
The cell should then be placed upon the copper plate and the 
anode lowered into the solution. The distance between the 
cathode and anode depended upon the volume of the electrolyte. 
When the volume was five cubic centimeters the electrodes were .5 
cm. apart and in other instances 1 cm. was their distance apart. 
The difference did not appear to materially affect the rate of 
deposition. The tube should be covered. The anode should next 
be rotated and the connection made with the required number of 
chloride accumulator cells. The speed of the anode was varied 
either by using less current for the motor or by changing the com¬ 
bination of pulleys. With the higher currents recorded, the solu¬ 
tion was frequently heated to boiling. When this occurred the 
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current invariably dropped sometimes as much as one ampere. But 
upon washing down the cover glasses with cold water it rose to its 
former strength. The dropping of the current is probably due to 
the accumulation of steam bubbles upon the electrodes. During 
the electrolysis some of the solution will of course be carried to the 
sides of the containing vessel and to the cover glasses by the escap¬ 
ing gases or by the agitation of the liquid. After many trials it 
was found that it is unnecessary to wash down this portion when 
the higher currents are used. The condensed steam continually 
frees the sides from the solution. The cover glasses may now and 
then be tilted against the sides of the tube in order to run off the 
water which collects in large drops. 

It has been repeatedly observed in the present work that the 
greater the concentration of the electrolyte, the greater the rapidity 
of deposition, but the last traces of metal were always difficult 
to remove. For this reason, after a solution had become colorless, 
the electrolytic action was continued several minutes in order to 
precipitate the minute amount remaining unprecipitated. It is, 
therefore, also important to have the volume small toward the end 
of the decomposition. 

When the metal has been completely deposited, the anode 
should be stopped, the cover glasses removed and the decomposi¬ 
tion cell filled with distilled water. This should then be siphoned 
off to the level of the spiral and the liquid replaced by distilled water 
until the current drops to zero. This wash water should always be 
put aside and tested in order to ascertain that the metal has been 
completely deposited. The current should next be interrupted and 
the tube removed and washed again with distilled water, inclining 
and twirling the cell in order to more completely wash the amalgam. 
As much of the water as possible should be poured from the cell 
and the amalgam then be washed twice with absolute alcohol and 
twice with ether. It should be wiped dry on the outside and after 
the volatilization of the ether be placed in the desiccator and 
weighed as previously described. 

Experimental Part. 

Zinc. 

The first experiments made after those described in the Jour. 
Amer . Chem . Society 26, 1614, were upon zinc sulphate. They 

PROC. AMER. PHILOS. SOC. XLIV. l8o. J. PRINTED JULY 31, I905. 
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were conducted in order to ascertain the rate of deposition with 
varying concentration, current strength, electromotive force, speed 
of anode and how the quantity of metal in the mercury affected the 
subsequent rate of deposition. The solution for the first experi¬ 
ments contained 0.2025 gram of metallic zinc in 10 cc. This was 
determined by the electrolytic method, depositing it upon a plati¬ 
num dish from an ammonium acetate electrolyte. The speed of 
the anode was 400 revolutions per minute. The current strength 

was one ampere and the 
E.M.F. was 5 volts. The 
volume of the zinc sulphate 
solution equaled 15 c.c., the 
current acted thirty minutes. 
The solution siphoned from 
the tube showed no trace of 
zinc. Consecutive experi¬ 
ments so conducted gave the 
following results in 25 min¬ 
utes: .2027, .2030, .2025, 
.2025, .2021, .2027, .2025 
grams. Two trials were made 
with the same conditions but 
using a volume of 10 c.c. in¬ 
stead of 15 c.c. It was found 
that the zinc was completely 
separated in twenty minutes. 

Experiments were then 
made to determine the rate 
of deposition in successive 
periods of time and the curve constructed from the data thus obtained, 
using periods of time for abscissas and masses for ordinates. The 
conditions employed were those given above. The results were as 
follows: 

In 5 minutes 0.1196 gram. 

“ 10 “ 0.1774 “ 

“ 15 “ 0.1897 “ 

“ 20 “ 0.2002 “ 

“ 25 “ 0.2027 “ 

Upon employing a current of 2 amperes, adding sulphuric acid 
to increase the conductivity, the entire amount was deposited in 
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15 minutes. The following conditions were employed : Total vol¬ 
ume 15 c.c., sulphuric acid 0.4 c.c., current strength 2 amperes, 
pressure 7 volts, speed of anode, 500 revolutions per minute. 

In 5 minutes o. 1S60 gram of zinc was deposited. 

“ 10 “ 0.199S “ “ “ “ “ 

“15 “ 0.2020 “ “ “ “ “ 

Double the quantity of zinc mentioned above was dissolved in 
15 c.c. To this was added .25 c.c. of concentrated sulphuric acid, 
the anode was rotated at the rate of Soo revolutions per minute and 
the solution electrolyzed. In thirty minutes the zinc was com¬ 
pletely deposited, using a current of 1.5 amperes and 10 volts. 




In 10 minutes 0.3701 gram was deposited. 

“ 15 “ 0-3997 “ “ “ 

“ 20 “ 0.4011 “ “ “ 

“ 30 “ 0.4058 “ “ “ 

Curve 3 was drawn from these results. 

The same mass of zinc in twenty cubic centimeters was electro¬ 
lyzed with a current of 2 amperes and 6 volts, other condition 5 
being identical. 
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In 10 minutes 0.3352 gram was deposited. 

“ 15 “ 0.4010 “ “ “ 

“20 “ 0.4030 “ “ “ 

“ 30 “ 0.4050 “ “ “ 

Curve 4 was drawn from these re¬ 
sults. A comparison of the third 
and fourth curves shows the effect of 
greater dilution upon the quantity of 
zinc deposited in the first ten minutes. 

Two experiments were made to learn 
the effect of different speeds of the 
anode upon the rate of precipitation. 
It was found that the amount of zinc 
deposited under a rotation of 440 revo¬ 
lutions per minute, and 1,000 revolu¬ 
tions per minute was only .0004, which 
is within experimental error, showing 
that between these limits there is no 
apparent effect. It was also discovered 
that when more than 1 gram of zinc was 
present in the mercury, the latter should 
not be further used if it is desired to 
Curve 4. Zinc—1.5 Amperes, iovolts. obtain results in the shortest period. 

Zinc. 


p. 

Zinc 
Present 
in Gram. 

Sulphuric 
Acid 
Present 
in c.c. 

Volume 
in c.c. 

Current. 

Am¬ 

peres. 

Volts. 

Revolu¬ 
tions of 
Anode 
Per 

Minute. 

Time 

in 

Minutes. 

Zinc 
Found 
in Gram. 

Error in 
Gram. 

I 

O.2025 

O 

15 

I 

7 

750 

; 30 

0.2027 

-f 0.0002 

2 

< i 

O 

15 

I 

7 

750 

25 

O.2030 

-f O. 0005 

3 

< < 

O 

15 

I 

7 

75 ° 

25 

0.2015 

—0.001 

4 

“ 

O 

15 

I 

7 

750 

25 

0.2020 

—0.0005 

5 

‘ ‘ 

O 

15 

I 

7 

750 

25 

0.2025 

— 

6 

<« 

0 

lO 

2 

7 

750 

25 

0.2024 

—0.0001 

7 

“ 

•25 

IO 

2 

7 

750 

30 

0.2027 

-f 0.0002 

8 

O.4050 

•25 

20 

i -5 

6 

750 

45 

O.2054 

-f O.OOO4 

9 

O.2025 

•25 

IO 

1 

5 

750 

25 

0.2025 

— 

10 

* ‘ 

•25 

IO 

1 

5 

750 

25 

0.2029 

4-0.0004 

11 

‘ ‘ 

•25 

15 

1 

5 

750 

25 

0.2025 

— 

12 

< t 

•25 

15 

1 

5 

750 

20 

0.2027 

4- 0.0002 

‘3 

“ 

•25 

15 

2 

6 

750 

15 

O.203O 

4-0.0005 

14 

“ 

•25 


2 

6 

750 

15 

0.2020 

—0.0005 

*5 

“ 

•25 

15 

2 

6 

750 

15 

0.2021 

—O.OOO4 

16 

O.4050 

•25 

! 5 

5 

8 

1400 

6 

O.4057 

4-0.0007 

17 

«< 

.25 

*5 

5 

8 

480 

6 

O.4O45 

—0.0005 

18 

< c 

•25 

15 

5-6 

7-5 

480 

8 

O.4042 

— O.OOO8 

19 

“ 

•25 

10 

5 

7 

640 

5 

O.405O 

-- 
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To io c.c. of the zinc sulphate solution 0.4 c.c. of concentrated 
sulphuric acid was added, after which it was electrolyzed by a cur¬ 
rent of 5 amperes and 7 volts; the speed of the anode being 640 
revolutions per minute. Under these conditions 0.405 gram of zinc 
was precipitated in five minutes. 

Copper. 

Having found that .405 gram of zinc 
could be deposited in from five to eight 
minutes it was decided to try other 
conditions upon copper than those rec¬ 
orded in the previous paper, in order 
to reduce the time factor. By using 
higher currents and greater concentra¬ 
tion of the electrolyte this was accom¬ 
plished. 

A solution of copper sulphate con¬ 
taining 0.3945 gram of metallic copper 
in five cubic centimeters was used for 
these experiments. This quantity of 
metal was precipitated finally in five 
minutes. The solution became color¬ 
less in three minutes. Twice this quan¬ 
tity (.789 gram) was deposited in ten 
minutes, although the solution had be¬ 
come colorless at the expiration of Curve 5. Copper— 5 A 
seven minutes. The volume in this P eres > 6 v °l ts - 
case being ten cubic centimeters it appeared the last traces of cop¬ 
per required more time for precipitation. A current of 5 amperes 
and 6 volts was used, sulphuric acid being introduced to increase 
the conductivity. 

The current strength recorded in the following table was main¬ 
tained during the greater part of the electrolysis. When it showed 
a tendency to rise, on the liberation of the acid, additional resis¬ 
tance was thrown into the circuit. The following rates of depo¬ 
sition of copper were determined under the preceding conditions. 
The anode made 640 revolutions per minute. 

In I minute o. 1800 gram of copper was deposited. 

“ 2 t% 0.3400 “ “ “ “ “ 

“ 3 “ 0.3664 “ “ “ “ “ 

“ 4 “ 0.3945 “ “ “ 

“ 5 “ 0.3945 “ “ “ “ 
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Coppei\ 


_s 

•J 

ST 

Copper 
Present 
in Gram. 

Sulphuric 
Acid 
Present 
in c.c. 

Volume 
in c.c. 

Current. 

Am¬ 

peres. 

Volts. 

Revolu¬ 
tions of 
Anode 
per 

Minute. 

Time 

in 

Minutes 

C opper 
Found 
in Gram. 

Error in 
Gram. 

1 

O.7S90 

• 2 5 

12 

3-5 

6 

1200 

IO 

O. 79CO 

-j-O.OOI 

2 

0.3945 

l S 

12 

4 

6 

10S0 

5 

O.394I 

— O.OOO4 

3 

0.3945 

.25 

12 

3-5 

6 

1200 

6 

O.3942 

—O.OOO3 

4 

0.3945 

•i 5 

12 

5 

6.5 

1200 

5 

O.3944 

— 0.0001 

5 

0-3945 

0 

IO 

2-4 

9-7 

1200 

6 

O.3946 

— 0.0001 

6 

0-3945 

.17 

IO 

3-5 

8.5 

1200 

4 

O.3944 

— 0.0001 

7 

0-3945 

•17 

IO 

4 

6 

1080 

5 

O.3946 

-^- 0.0001 


Nickel. 

A nickel sulphate solution containing 0.4802 gram of metal in ten 
cubic centimeters was used in the following experiments, and after 
finding that this quantity was completely deposited in the mercury 
in twenty minutes with a current of 2 amperes and 7 volts, the rate 
of deposition in succeeding periods of time was determined with a 
current of 2.5 amperes and 6 volts. 

In 2.5 minutes 0.2017 gram of nickel was deposited. 

“ 7-5 “ 0.4095 “ “ “ “ 



‘ 

‘ IO 

‘ 12.5 
‘ 15 

i c 

< i 

i i 

0.4651 

0.4774 

0.4S02 

i < 

Vic/cel. 

< < a 

a i« 

i < 

< i 

a 

i < 


i 1 

x 

Nickel Sulphuric 
Present Acid 

in Gram. in c.c. 

Volume 
in c.c. 

Current. 

Am¬ 

peres. 

Volts 

Revolu¬ 
tions of 
Anode 
per 

Minute. 

Time 

in 

Minutes 

Nickel 
Found 
i in Gram. 

Error in 
Gram. 

I 

O.4802 

’25 

18 

2 

7 

600 

l8 

O.4S02 

— 

2 

O.4802 

•25 

12 

3-5 

7 

600 

16 

0-4799 

—O.OOO3 

3 

O.4S02 

■ 25 

12 

2-4 

6.5 

600 

IO 

O.4806 

4-0.0004 

4 

0.4802 

• 25 

12 

6 

5 

500 

7 

O.4S04 

—0.0C02 

5 

O.4802 

•25 

12 

5 

6-5 

600 

10 

0.4796 

— 0.0006 

6 

O.9604 

•25 

O 

1 

O.) 

0 

4 

6 

IIOO 

10 

0-9597 

— 0.0007 

7 

O.4802 

• 25 

12 

3 

7-5 

I IOO 

10 

O.4S06 

-^0.0004 

8 

O.4802 

■25 

I 2 

3 

7 

I IOO 

10 

0.4796 

—0.0006 

9 

O.9604 

• 25 

12 

3-5 

7 

I IOO 

16 

O.96O4 

— 

10 

O.4802 

•25 

12 

5 

7 

640 

12 

O.4S09 

— 0.0007 

11 

O.4802 

• 25 

12 

5 

6 

SSo 

S 

O.4S06 

— O.OOO4 

12 

O.4802 

• 25 

7 

6 

5 

12CO 

9 

O.4SOI 

—0.0001 

l 3 

0.4802 

• 25 

7 

6 

. 6 

1200 

7 

O.4S0I 

—0.0001 


On employing a current of 6 amperes and a pressure of 5 volts 
the solution became colorless in four minutes. Not a trace of 
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nickel was found in the liquid after seven minutes. The amalgam 
was very bright and of the consistency of soft dough, when one 
gram of nickel was combined with the usual quantity of mercury 
(40 grams). 




Curve 6. Nickel—2.5 Amperes, Curve 7. Cobalt—5 Amperes, 5 

6 volts. volts. 

Cobalt. 

This metal does not appear to enter the mercury with the same 
rapidity as nickel under similar conditions. The last minute traces 
are more difficult to remove. Various conditions were used. When 
no sulphuric acid was added the current was at first low, but it 
rapidly rose as the decomposition proceeded. The conditions, 
giving the total cobalt in the least time, were the following : 10 
c.c. of solution, containing 0.3535 gram of cobalt; 0.25 c.c. of 
sulphuric acid and a current of 5 amperes with a pressure of 6 
volts. The speed of the anode was 1,200 revolutions per minute. 
The solution became colorless in seven minutes, but ten minutes 
appeared to be necessary for the removal of the last traces of the 
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metal. On using the same amount of cobalt in a volume of five 
cubic centimeters, other conditions remaining unchanged, all of the 
metal separated in seven minutes, thus : 

In I minute o. 1197 

“ 3 “ 0.2930 

“ 5 “ 0.3300 

“ 6 “ 0.3520 

“ 7 “ 0.3535 

“ 10 “ 0.3530 

The curve (7) was constructed from these results. 


gram, of cobalt was deposited. 


Cobalt. 


Experiment. 

[ 

Cobalt 
Present 
in Gram. 

Sulphuric 
Acid 
Present 
ill c.c. 

Volume 
in c.c. 

Current. 

Am¬ 

peres. 

Volts. 

Revolu¬ 
tions of 
Anode 
Per 

Minute. 

Time 

in 

Minutes. 

Cobalt 
Found 
in Gram. 

Error in 
Grams. 

I 

0.3525 

•35 

15 

5 

7 

1250 

*5 

O.3522 

—O.OOO3 

2 

O.3525 

.25 

15 

3 

5 

9S0 

18 

O.3524 

— 0.0001 

3 

0.3525 

•25 

15 

4 

6 

600 

14 

0-3523 

—0.0002 

4 

0.3525 

•25 

IO 

4 

6 

860 

16 

0.3530 

-j- 0.0005 

5 

0.3525 

.5 

IO 

4 

6 

IOOO 

15 

0.3530 

-j- O.OOO5 

6 

0.3525 

0 

IO 

4 

6 

1240 

16 

O.352S 

-j-O.OOO3 

7 

0.3525 

•25 

IO 

3 

6 

1200 

IO 

0.3521 

—O.OOO4 

S 

0.3525 

•5 

IO 

6 

6 

1200 

IO 

0.3530 

— O.OOO5 

9 

0.3525 

•25 

IO 

5 

8 

Soo 

IO 

O.3522 

—O.OCO3 

10 

0-3525 

•25 

IO 

3 

8 

I4OO 

12 

0.3523 

—0.0002 

11 

0.3525 

■5 

IO 

6 

5 

Soo 

I I 

0.3530 

4-O.OOO5 

12 

0.705° 

•5 

15 

6 

7 

1200 

3 ° 

O.7052 

4 - 0 . 0 C 02 

13 

O. 1762 

•35 

IO 

4 

8 

1 

ON 

O 

7 

0.1762 

— 





Chromium. 





A solution of chromium sulphate was electrolyzed with currents 
varying from 1 to 4 amperes and 7 to 12 volts and with a varying 
quantity of sulphuric acid. It was found by Myers that the addi¬ 
tion of the acid was necessary, otherwise, there was a separation of 
the oxide of chromium throughout the liquid ; but too much acid 
retards or entirely prevents the decomposition. When 10 drops 
(40 drops = 1 c.c.) were added and a current of 2.5 amperes and 
6 volts applied one half hour was necessary to deposit 0.23 gram of 
chromium. With 0.5 c.c. of acid and a current of 5 amperes and 
4 volts the solution at the end of 60 minutes did not appear 
to have lost its color. Experiments were then made to learn how 
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much chromium, if any, was deposited when the acid was present 
in large quantity. Thus, with a current of 4 amperes and 7 volts, 
solution containing 1 c.c. of acid, 0.05 gram of metal was precipi¬ 
tated in forty-five minutes ; while with two cubic centimeters of 
acid and a current of 1 ampere and 4 volts the mercury showed no 
increase in weight after thirty minutes. The following results, 
obtained in the use of smaller amounts of acid, confirm this. By 
adding 10 drops of acid (= .25 c.c.) and employing a current of 
4 amperes and 7 volts, the liquid became colorless in thirty minutes, 
but forty minutes were necessary for the complete removal of the 
metal. With the same quantity of acid, and a current of 5 amperes 
and 8 volts, the chromium was completely precipitated in thirty 
minutes. With five drops of acid and a current of 3 to 4.5 am¬ 
peres and 8 volts, the solution became colorless in eleven minutes. 
It, therefore, seems that more than three drops of acid are sufficient 
to materially affect the rate of precipitation. More than two drops 
of acid must be present to prevent the separation of chromic oxide 



CurveS. Chromium—3.5 Amperes, 11 10 volts. 

which always took place with less than that amount of acid. The 
following conditions gave the most rapid determination : A volume 
of the solution, containing 0.11S0 gram of chromium and three 
drops of sulphuric acid (40 drops = 1 c.c.), was electrolyzed with 
a current of 4 to 5 amperes and six volts, the speed of the anode 
being 400 revolutions per minute. In four minutes the solution 
was colorless and in six minutes the chromium was found to be 
completely deposited. The solution was siphoned off in the man- 
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ner previously described, but after the cell was removed anhydrous 
alcohol was poured in as quickly as possible and the operation re¬ 
peated twice and followed by two washings with ether in order to 
prevent, if possible, oxidation of the chromium. Oxidation, if it 
occurred, was but slight, for the error never exceeded 0.0007 gram. 

Curve 8 was constructed from the results given below : 

In 2 minutes 0.04S gram of chromium was deposited. 


“ 4 

“ 0.085 “ “ “ 

“ 

< < 

“ 6 

“ O.IOOO “ “ “ 

i t 


“ 8 

“ 0.1105 “ “ “ 


< < 

“ 9 

“ 0.1185 “ “ “ 

“ 

“ 

10 

00 

6 

‘ ‘ 

“ 


Chromium. 




1 Experiment 

Chromium 
Present 
in Gram. 

Sulphuric 

Add. 

40 Drops 

I c.c. 

Volume 
in c.c. 

Current 

Am¬ 

peres. 

Volts. 

Revolu¬ 
tions of 
Anode 
per 

Minute. 

C t n 

0 

ij 

— 2 

Chromium 
Found 
in Gram. 

Error in 
Gram. 

I 

0. M 80 

5 

IO-15 

3-4 

7 

280 

15 

0. I 186 

4-0.0006 

2 

O. I ISO 

3 

10-15 

2-4 

11-9 

280 

15 

O. I 1S7 

-f 0.0007 

3 

O. I l80 

3 

IO-I5 

i -3 

9 

640 

20 

O. I 185 

-j- 0.0005 

4 

O. I l8o 

3 

8-15 

i-S -3 

10-8 

220 

l S 

O. I 186 

^0.0006 

5 

O. I 1 80 

3 

IO -i 5 

i -3 

11-9 

520 

20 

0.1186 

4-0.0006 

6 

O. I l8o 

3 

5 -i 5 

1-2 

11-9 

64O 

17 

O.II75 

— 0.0005 

7 

O. I l8o 

3 

5 -i 5 

2-4 

9-8 1 

480 

15 

O. I180 

— 

8 

O.2360 

3 

5 -i 5 

2-5 

10 

5 20 

50 

0-2355 

0.0005 

9 

0.11 So 

5 

5 -i 5 

3 

7-5 

400 

15 

O.II79 

— 0.0001 

10 

0.1180 

3 

7 -i 5 

4-5 

8 

640 

6 

O.II75 

—0.0005 

11 

0.1180 

3 

7 -i 5 

3-4 

10-9 

640 

10 

0.1180 

— 

12 

0.1180 

7 

7 -i 5 

3-4 

10-8 

200 

13 

O. I 187 

-fo. 0007 

13 

0.1180 

3 

5-!5 

3-5 

8 

640 

11 

O.II77 

— 0.0003 

! 4 

0.2360 

4 

5 _I 5 

3 

12 

640 

35 

0.2359 

— 0.0001 

[ 5 

0.1180 

3 

5 -i 5 

3-4 

1 o-S 

320 

11 

O.II79 

-0.0001 

16 

0.1180 

3 

5 -i 5 

3-4 

10 

540 

11 

O. I 182 

— 0.0002 





Iron. 





In experimenting with 

salts of this metal it 

was soon discovered 


that sulphuric acid in large amount retarded its precipitation. It 
was also noticed when higher currents were used that the solution 
became very hot and assumed a decidedly pink color, 1 which dis¬ 
appeared on the addition of cold water or when the cover glasses 
were removed, allowing the steam to escape rapidly and thus decreas¬ 
ing the pressure and consequently the temperature of the boiling 
solution. The color reappeared a few seconds after the cover glasses 
were replaced. 

1 Due to traces of manganese. 
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The conditions which gave the most satisfactory results were as 
follows : 

Volume of solution 5 c.c. containing o. 275 gram of metallic iron, 
3 drops of concentrated sulphuric 
acid and a current of 3 to 4 am¬ 
peres and 7 volts. The rotation of 
the anode varied from 520-920 
revolutions per minute. The iron 
was completely deposited in seven 
minutes. The following observa¬ 
tions on rate of deposition were 
made under the conditions just 
given : 

In 2 minutes o. 1760 gram of iron deposited. 

“ 4 “ 0.2000 “ “ “ 

“ 6 “ 0.2050 “ “ “ 

“ 8 “ 0.2075 “ “ “ 

In addition to the results just 
described a solution of ferrous sul¬ 
phate containing 0.1945 gram of 
iron in 10 c.c. was used to get 
further working conditions. By 
using a current of 3.5 A. and 
10-9 volts, with about 900 revolu¬ 
tions per minute of the anode, 
the total iron content was deposited in fifteen minutes. The 
residue from the decompositon cell when oxidized by nitric acid 
and tested with potassium sulphocyanide gave no color. The 
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Curve 9. 
volts. 


10 Mi nvteS 


Iron—3.5 Amperes, 7 


Iron. 


Experiment, 

Sulphuric 
Iron Acid 

Present i n Drops, 
in Gram. 40 Drops 
=1 c.c. 

Volume 
in c.c. 

Current. 

Am¬ 

peres. 

Volts. 

Revolu¬ 
tions of 
Anode 
per 

Minute. 

1 Time in 
j Minuts. 

Iron 
Found 
in Gram. 

Error in 
Gram. 

I 

0.2075 7 

5 

4-5 

00 

1 

"vl 

520 

14 

O.2072 

—O.OOO3 

2 

O.2075 4 

5 -i 5 

5-4 

6.5-5 

6S0 

14 

0.2078 

— O.OOO3 

3 

O.2075 5 

5-10 

3 - 2-4 

6.5 

680 

15 

O.2077 

—0.0003 

4 

O.2075 3 

5 

2-2.5 

7-6 

6S0 

15 

, 0.2073 

—O.OC 02 

5 

O.2075 3 

5 

4 

6-5 

680 

10 

O.20S0 

' -U0.OOO5 

6 

O.2075 3 

5 

3 _ 4-5 

7-6 

920 

7 

O.207S 

-f O.OOO3 

7 

O.2075 3 

5 

2 -3 

6 

740 

9 

O. 2076 

-f 0.0001 

S 

0.2075 3 

5 

2-4 

6 . 5 - 5-5 

700 

9 

0.2076 

4- 0.0001 
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experiments made to determine the rate of deposition with a lower 
current (1-2.5 amperes and 10-9 volts) while the other conditions 



remained as above, gave the following results which appear in 
Curve'io. 

In 2.5 minutes 0.U41 gram of iron was deposited. 

“ 5 “ 0.17S7 “ “ “ “ 

“ 7-5 “ o-i 945 “ “ “ “ 

“ 10 0.1950 “ “ “ “ “ 

When the residue was tested with potassium sulphocyanide no 
iron was detected. By the addition of 3 drops (40 drops = 1 c.c.) 
of sulphuric acid and using a higher current (3.5 amperes) in 10 
minutes a faint reaction for iron was observed indicating that the 
acid has some retarding influence. In fifteen minutes under these 
conditions the iron had completely separated. By using a higher 
current 3 amperes and 9 volts under the same condition all the 
iron was deposited in ten minutes. 

University of Pennsylvania. 




































































